From: 

Sent: 

To: 

Subject: 


Edward Bartick <ebartick@suffolk.edu> 

Thursday, May 27, 2010 11:14 AM 

Nassif, Julianne (DPH); Charles (Chuck) Salemi (charles.salemi@state.ma.us) 
Potential Interns for portable instrumentation 


Julie and Chuck, 

I am interested in knowing if you have discussed the potential of one or two interns to test drug using portable 
instruments. 

Thanks and best regards, 

Ed Bart/ai, 


Dr. Edward G. Bartick, Director 

Forensic Science Program 

Department of Chemistry and Biochemistry 

Suffolk University 

41 Temple Street 

Boston, MA 02114-4280 

Phone 617-573-8014 
E-mail: ebartick@,Suffolk,edu 
HTTP ://ed.bartick. net 


l 


Folk OIG PRR 004880 



